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Freezing tolerance describes the ability of plants to withstand subzero temperatures through the 
formation of ice crystals in the xylem and intercellular space, or apoplast, of their cells. Freezing 
tolerance is enhanced as a gradual adaptation to low temperature through a process known as cold 
acclimation, which initiates the transition to prepare for subzero temperatures through alterations in rate 

of metabolism, hormone levels and sugars. [1] Freezing tolerance is rapidly enhanced during the first days 
of the cold acclimation process when temperature drops. Depending on the plant species, maximum 

freezing tolerance can be reached after only two weeks of exposure to low temperatures. [2] The ability to 

control intercellular ice formation during freezing is critical to the survival of freeze-tolerant plants. [3] If 
intracellular ice forms, it could be lethal to the plant when adhesion between cellular membranes and 

walls occur. The process of freezing tolerance through cold acclimation is a two-stage mechanism: [4] 

■ The first stage occurs at relatively high subzero temperatures as the water present in plant tissues 
freezes outside the cell. 

■ The second stage occurs at lower temperatures as intercellular ice continues to form. 

Within the apoplast, antifreeze proteins localize the growth of ice crystals by ice nucleators in order to 
prevent physical damage to tissues and to promote supercooling within freezing-sensitive tissues and 
cells. Osmotic stress, including dehydration, high salinity, as well as treatment with abscisic acid, can 
also enhance freezing tolerance. 

Freezing tolerance can be assessed by performing a simple plant survival assay or with the more time 
consuming but quantitative electrolyte leakage assay. [5] 

References 

1. Hon, W. C., M. Griffith, A. Mlynarz, Y. C. Kwok, and D. S. Yang. 1995. Antifreze proteins in winter rye are 
similar to pathogenesis-related proteins. Plant Physiology. 109: 879-889. 

2. Gilmour, Sarah J.; Hajela, Ravindra K.; Thomashow, Michael F. (1988-07-01). "Cold Acclimation in 
Arabidopsis thalianal". Plant Physiology. 87 (3): 745-750. doi:10.1104/pp.87.3.745. ISSN 0032-0889. 

PMC 1054832$. PMID 16666219. 

3. Yaish, M. W., A. C. Doxey, B. J. McConkey, B. A. Moffatt, and M. Griffith. 2006. Cold-active winter rye 
glucanases with ice-binding capacity. Plant Physiology. 141: 1459-1472. 

4. Thomashow. M. 1998. Role of cold-responsive genes in plant freezing tolerance. Plant Physiology. 118: 11- 
18. 

5. Whitlow, Thomas H.; Bassuk, Nina L.; Ranney, Thomas G.; Reichert, Deborah L. (1992-01-01). "An 
Improved Method for Using Electrolyte Leakage to Assess Membrane Competence in Plant Tissues". Plant 
Physiology. 98 (1): 198-205. doi:10.1104/pp.98.1.198. ISSN 0032-0889. PMC 1080169$. PMID 16668614. 

Retrieved from "https://en.wikipedia.org/w/index.php?title=Freezing_tolerance&oldid=734217450" 
Categories: Plant physiology 


https://en.wikipedia.org/wiki/Freezing_tolerance 


12/31/2016 



Freezing tolerance - Wikipedia 


Page 2 of 2 


■ This page was last modified on 12 August 2016, at 21:14. 

■ Text is available under the Creative Commons Attribution-ShareAlike License; additional terms 
may apply. By using this site, you agree to the Terms of Use and Privacy Policy. Wikipedia® is a 
registered trademark of the Wikimedia Foundation, Inc., a non-profit organization. 


https://en.wikipedia.org/wiki/Freezing_tolerance 


12/31/2016 



